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INSPECTION 
SHEET 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


00.098 
+0.004/-0.001 


00.201 
+0.005/-0.001 


00.257 
+0.006/-0.001 


1.000 
+/-0.002 


7.094 
+/-0.002 


0.60 
+/-0.030 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
I 
I 
Date: I 
(If necessary) 


Rev 
A 
B 


Date 
15.07.20 
15.09.09 


Chan e 
New Issue 
Dimension 
00.257 
was 00.323 
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